This drawing, specifications, and concapts contained here in are the sols property of 
Red Bam Machine, and not be reproduced or used in any fashion without the 
prior written permission of Red Bam Machine. 


REVISIONS 


REV 
DESCRIPTION 
DATE 
INITIAL 
APPROVED 


A 
CORRECTtbT/N, was RBTI03147-101 IS RB T103I47-101. COPREctED -3 P/N WAS 95475A102 IS 
9547SA10S. 
7/29/2013 
RJC 
RW 


B 
ITEM -7 WAS McMaster#95562A505 IS McMcBter#9419IAI50, ITEM-1 MATERIAL WAS 6061 IS 
6061/7075, FINISH WAS CLEAR ANODIZE IS RED ANODIZE, ENGRAVING "MADE IN USA" AND S/N 
REMOVED, ITEM -3 WAS MCMASTER-CARR #95475A105 IS McMaster#90322A66l 
2/19/2019 
VM 
VM 
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B/O 
Part# 
UNIT 
QTY 
Description 
Material 
B/O INFORMATION OR SPECIFICATIONS 
PG. 


-1 
1 
HOLDING FIXTURE 
6061/7075 
1-1/4x13-1/4x15-1/16 
2 


B/O 
-3 
4 
THREADED STUD 
STEEL 
1 /4-28 X 1 -1 /2 McMoster#90322A661 
1 


B/O 
-5 
4 
WASHER 
STEEL 
1/4I.D. MCMASTER-CARR #91090A105 
1 


B/O 
-7 
4 
HEX NUT 
STEEL 
1/4-28 McMoster#94191A150 
1 


RED BARN MACHINE 


HOLDING FIXTURE 


RB T103147-101 


MAT'L 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 
S? i ‘2?5 
FRACTIONS ± 1/32 
jP J ;51 
ANGLES ±.5* 


1. BREAK ALL SHARP EDGES .015 x 45a 
OR .015R 
2. DIMENSIONAL LIMITS APPLY APTEP 
PLATING 
SCALE 
N/A 
DATE 
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USED ON MODEL 
BELL 
10/21/2011 
SHEET 1 OF 2 


